Military  Interdepartmental  Purchase  Request  96MM6634 

TITLE:  Autonomic  Functions  Associated  with  Blood  Pressure 
Regulation  and  Orthostatic  Performance  in  Women 

PRINCIPAL  INVESTIGATOR:  Dr.  Victor  A.  Convert ino 

CONTRACTING  ORGANIZATION:  Armstrong  Laboratory 

Brooks  Air  Force  Base,  Texas  78235 


REPORT  DATE:  August  1997 


TYPE  OF  REPORT:  Final 


DKO  QUALITY  INSPECTED  ft 


PREPARED  FOR:  U.S.  Army  Medical  Research  and  Materiel  Command 
Fort  Detrick,  Maryland  21702-5012 


DISTRIBUTION  STATEMENT:  Approved  for  public  release; 

distribution  unlimited 


The  views,  opinions  and/or  findings  contained  in  this  report  are 
those  of  the  author (s)  and  should  not  be  construed  as  an  official 
Department  of  the  Army  position,  policy  or  decision  unless  so 
designated  by  other  documentation. 


19971203  055 


REPORT  DOCUMENTATION  PAGE 


Form  Approved 
0MB  No.  0704-0188 


Public  reporting  burden  for  this  collection  of  Information  is  estimated  to  average  1  hour  per  response,  including  the  time  for  reviewing  instructions,  searching  existing  data  sources,  gathering  and 
maintaining  the  data  needed,  and  completing  and  completing  and  reviewing  the  collection  of  information.  Send  comments  regarding  this  burden  estimate  or  any  other  aspect  of  this  collection  of 
information,  including  suggestions  for  reducing  this  burden,  to  Washington  Headquarters  Services,  Directorate  for  information  Operations  and  Reports,  1215  Jefferson  Davis  Highway,  Suite 
1204,  Arlington,  VA  22202-4302,  and  to  the  Office  of  Management  and  Budget,  Paperwork  Reduction  Project  (0704-0188),  Washington,  DC  20503. 


1.  AGENCY  USE  ONLY  (Leave  blank)  2.  REPORT  DATE  3.  REPORT  TYPE  AND  DATES  COVERED 

August  1997  Final  (22  Dec  95  -  31  Aug  97) 


4.  TITLE  AND  SUBTITLE 

Autonomic  Functions  Associated  with  Blood  Pressure 
Regulation  and  Orthostatic  Performance  in  Women 


5.FUNDING  NUMBERS 

96MM6634 


6.  AUTHOR{S) 

Dr.  Victor  A.  Convert ino 


7.  PERFORMING  ORGANIZATION  NAME(S)  AND  ADDRESS(ES) 

Armstrong  Laboratory 

Brooks  Air  Force  Base,  Texas  78235 


8.  PERFORMING  ORGANIZATION 
REPORT  NUMBER 


9.  SPONSORING/MONITORING  AGENCY  NAME(S)  AND  ADDRESS(ES) 

U.S.  Army  Medical  Research  and  Materiel  Command 
Fort  Detrick,  Maryland  21702-5012 


10.  SPONSORING/MONITORfNG  AGENCY 
REPORT  NUMBER 


12a.  DISTRIBUTION/AVAILABILITY  STATEMENT 

Approved  for  public  release;  distribution  unlimited 


12b.  DISTRIBUTION  CODE 


13.  ABSTRACT  (Maximum  200  words) 

Functions  of  baroreflex  control  of  heart  rate  and  vascular  resistance,  adrenoreceptor  responsiveness,  indices  of 
baseline  vagal  and  sympathetic  tone,  plasma  volume,  and  venous  compliance  were  compared  in  men  and  women  to  test 
the  hypothesis  that  greater  orthostatic  intolerance  in  women  would  be  associated  with  impairment  of  specific 
mechanisms  of  blood  pressure  regulation.  Heart  rate  (HR) ,  stroke  volume  (SV)  ,  cardiac  output  (Q) ,  mean  arterial 
blood  pressure  (MAP) ,  forearm  (FVR)  and  leg  (LVR)  vascular  resistance,  catecholamines  (NE) ,  and  changes  in  leg 
volume  {%LV)  were  measured  during  various  protocols  of  lower  body  negative  pressure  (LBNP) ,  carotid  stimulation, 
and  infusions  of  adrenoreceptor  agonists  in  10  females  and  10  males  matched  for  age  and  fitness,  LBNP  tolerance 
for  women  (797  ±  63  mmHg»min)  was  35%  lower  (P  =  0.0017)  than  for  men.  At  presyncope,  SV,  Q,  MAP  and  %LV  were 
lower  (P  <  0.05)  in  females  compared  to  males  while  HR,  FVR,  and  TPR  were  similar  in  both  groups.  Lower  LBNP 
tolerance  in  females  was  associated  with  impairment  of  the  heart  rate  response  to  carotid  baroreceptor 
stimulation,  lower  baseline  cardiac  vagal  activity,  greater  decline  in  Q  and  SV  induced  by  LBNP,  increased  pl- 
adrenoreceptor  responsiveness,  greater  vasoconstriction  under  equal  LBNP,  lower  levels  of  NE  at  presyncope,  and 
lower  blood  volume.  Results  support  the  hypothesis  that  women  have  significant  deficiencies  in  mechanisms  that 
underlie  blood  pressure  regulation  under  orthostatic  challenge.  These  findings  should  be  considered  in  selection 
and  training  of  women  for  militairy  combat,  especially  in  combat  missions  requiring  high-G  aerial  maneuvers. 


14.  SUBJECT  TERMS  Defense  Women’s  Health  Research  Program 

blood  pressure  regulation;  autonomic  function;  baroreflex  function; 
adrenoreceptors;  orthostatism 


15.  NUMBER  OF  PAGES 

54 


16.  PRICE  CODE 


17.  SECURITY  CLASSIFICATION  18.  SECURITY  CLASSIFICATION  19.  SECURITY  CLASSIFICATION  20.  LIMITATION  OF  ABSTRACT 
OF  REPORT  OF  THIS  PAGE  OF  ABSTRACT 

Unclassified  Unclassified  Unclassified  Unlimited 


NSN  7540-01-280-5500 


Standard  Form  298  (Rev.2-89) 


FOREWORD 


Opinions,  interpretations,  conclusions  and  recommendations  are 
those  of  the  author  and  are  not  necessarily  endorsed  by  the  U.S. 
Army. 


_  Where  copyrighted  material  is  quoted,  permission  has  been 

obtained  to  use  such  material . 

_  Where  material  from  documents  designated  for  limited 

distribution  is  quoted,  permission  has  been  obtained  to  use  the 
material . 

citations  of  commercial  organizations  and  trade  names  in  this 
report  do  not  constitute  an  official  Department  of  Army 
endorsement  or  approval  of  the  products  or  services  of  these 
organizations . 

_  In  conducting  research  using  animals,  the  investigator (s) 

adhered  to  the  "Guide  for  the  Care  and  Use  of  Laboratory  Animals, " 
prepared  by  the  Committee  on  Care  and  Use  of  Laboratory  Animals  of 
the  Institute  of  Laboratory  Resources,  National  Research  Council 
(NIH  Publication  No.  86-23,  Revised  1985)  . 

For  the  protection  of  human  subjects,  the  investigator (s) 
adhered  to  policies  of  applicable  Federal  Law  45  CFR  46. 

_  In  conducting  research  utilizing  recombinant  DNA  technology, 

the  investigator (s)  adhered  to  current  guidelines  promulgated  by 
the  National  Institutes  of  Health. 

_  In  the  conduct  of  research  utilizing  recombinant  DNA,  the 

investigator (s)  adhered  to  the  NIH  Guidelines  for  Research 
Involving  Recombinant  DNA  Molecules . 

_  In  the  conduct  of  research  involving  hazardous  organisms,  the 

investigator (s)  adhered  to  the  CDC-NIH  Guide  for  Biosafety  in 
Microbiological  and  Biomedical  Laboratories . 


PI  -  Signature 


jz  Sep  ^7 


Date 


TABLE  OF  CONTENTS 


Page 

TITLE  PAGE  .  i 

REPORT  DOCUMENTATION  PAGE  .  ii 

FOREWORD  .  ill 

TABLE  OF  CONTENTS  .  Iv 

INTRODUCTION .  1 

METHODS  .  2 

Subjects  . 2 

Experimental  Protocol  .  3 

Maximal  Oxygen  Uptake  .  3 

Estimation  of  Body  Composition  .  4 

Lower  Body  Negative  Pressure  .  4 

Hemodynamic  Measurements  .  5 

Leg  Volume  and  Compliance  .  6 

Heart  Rate  Variability  .  7 

Measurement  of  Carotid-Cardiac  Barorefiex  .  7 

Measurement  of  Aortic-Cardiac  Barorefiex  .  8 

Measurement  of  Cardiopulmonary  Barorefiex  .  9 

Measurement  of  Barorefiex  Responses  to  Valsalva  Maneuver  .  9 

Measurements  of  Adrenoreceptor  Responsiveness  . 10 

Plasma  Measurements  .  11 

Statistical  Analysis  .  13 

RESULTS  .  14 

Subjects  .  14 

Responses  to  LBNP  .  14 

Heart  Rate  Variability  .  15 

Barorefiex  Responses  .  15 

Adrenoreceptor  Responsiveness  .  16 

Leg  Volume  and  Compliance  .  16 

Plasma  Volume  and  Norepinephrine  Responses  .  17 

DISCUSSION  .  18 

CONCLUSIONS .  2  5 

ACKNOWLEDGMENTS  .  2  7 


REFERENCES 


28 


TABLE  OF  CONTENTS  (confd) 


Page 

APPENDIX  1 :  LEGEND  OF  FIGURES  .  3  5 

Figure  1  .  37 

Figure  2  .  38 

Figure  3  .  39 

Figure  4  .  40 

Figure  5  .  41 

Figure  6  .  42 

Figure  7  .  43 

APPENDIX  2:  LIST  OF  TABLES  .  4  4 

Table  1  .  4  5 

Table  2  .  46 

Table  3  .  47 

Table  4  .  4  8 

APPENDIX  3:  FINAL  REPORT  .  4  9 


Page  1 


Introduction 

Adequate  maintenance  of  arterial  blood  pressure  during  orthostatic  challenges  in  combat 
environments  is  critical  to  successful  combat  performance.  Impaired  cardiovascular 
mechanisms  that  normally  contribute  to  blood  pressure  regulation  could  increase  the  risk  of 
failure  for  combat  task  performance  by  enhancing  the  potential  for  impaired  or  loss  of 
consciousness.  Recent  data  reported  from  several  investigations  provide  evidence  that  females 
have  lower  tolerance  to  various  orthostatic  challenges  compared  to  males.  In  one  study 
(Hordinsky  et  al.  1981)  observed  tolerance  to  lower  body  negative  pressure  (LBNP)  to  be  as 
much  as  15%  lower  in  women  than  men.  In  another  study  (Montgomery  et  al  1977),  6  men  and 
4  women  were  exposed  to  three  tests  consisting  of  20,  40,  and  60  mmHg  LBNP  for  5  min  each. 
Although  this  experiment  was  not  designed  to  determine  orthostatic  tolerance  of  these  subjects, 
it  was  reported  that  all  men  completed  all  LBNP  tests  while  women  completed  only  2  of  their  12 
tests.  Women  have  also  predicted  lower  tolerance  to  passive  +3Gz  acceleration  (Ludwig  et  al 
1987).  In  more  recent  experiments  designed  to  elicit  tolerance,  orthostatic  performance  was 
22%-61%  lower  in  women  than  men  (Hogan  et  al  1995;  White  et  al  1996). 

Orthostatic  compromise  may  include  increased  venous  compliance  of  the  lower  extremities 
(Hoffler  1977;  Luft  et  al  1976),  reduced  blood  volume  (Convertino  1987,  1995;  Ludwig  & 
Convertino  1994),  impaired  baroreflex  function  (Convertino  1991,  1995;  Convertino  et  al 
1990,  1991,  Cowley  et  al  1973;  Engelke  et  al  1994,  1995,  1996;  Fritsch  et  al  1992),  and 
decreased  cardiac  filling  pressure  and  left  ventricular  end-diastolic  volume,  with  consequent 
lowering  of  stroke  volume  and  cardiac  output  (Levine  1993).  It  is  reasonable  to  suspect  that 
differences  in  orthostatic  tolerance  between  men  and  women  are  associated  with  differences  in 
some  or  all  of  these  mechanisms.  When  measured  at  the  same  absolute  orthostatic  challenge 
(e.g.,  50  mmHg  LBNP),  women  demonstrate  greater  heart  rate  (Frey  et  al  1986;  Hudson  et  al 
1987;  Montgomery  et  al  1977),  less  increase  in  systemic  vascular  resistance  (Frey  &  Hoffler 
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1988),  and  less  blood  pooling  in  the  legs  (Frey  &  Hoffler  1988)  with  greater  blood  pooling  in 
the  pelvic  region  (White  &  Montgomery  1996).  These  observations  may  indicate  that  women 
have  compromised  cardiovascular  functions  compared  to  those  of  men  and  have  iead  to 
hypotheses  that  women  may  respond  to  orthostatic  challenges  with  vagai  withdrawal  while  men 
may  respond  with  greater  sympathetic  stimulation  to  the  peripheral  vasculature  (Frey  et  al 
1986,  1988).  However,  we  are  unaware  of  any  investigations  that  have  elucidated  differences 
in  various  cardiovascular  characteristics  and  autonomic  functions  between  men  and  women  that 
are  associated  with  differences  in  orthostatic  performance.  Such  information  could  prove 
critical  to  design  of  life-support  equipment  and  training  procedures  that  enhance  combat 
readiness  in  ground,  naval,  and  aerial  military  personnel. 

Functions  of  carotid  and  aortic  baroreflex  control  of  heart  rate,  cardiopulmonary  baroreflex 
control  of  vascular  resistance,  adrenoreceptor  responsiveness,  neuroendocrine  responsiveness, 
baseline  vagal  and  sympathetic  tone,  and  venous  compliance  were  compared  in  men  and  women  to 
test  the  hypothesis  that  greater  orthostatic  intolerance  in  women  would  be  associated  with 
impairment  of  specific  mechanisms  of  blood  pressure  regulation. 

Methods 

Subjects.  Ten  women  and  ten  men  matched  for  age  volunteered  to  participate  as  subjects  for 
this  investigation  after  all  procedures  and  risks  associated  with  the  experiments  were  explained 
and  their  voluntary  written  informed  consent  to  participate  in  the  study  was  obtained  as 
required  by  AFR  169-3.  All  procedures  were  approved  by  the  Institutional  Review  Board  at 
Brooks  Air  Force  Base,  TX.  The  physical  characteristics  of  the  groups  are  presented  in  Table  1. 
All  subjects  were  nonsmokers  and  normotensive,  and  their  selection  into  the  study  was  based  on 
results  of  a  screening  evaluation  comprised  of  a  detailed  medical  history,  physical  examination, 
blood  chemistry  analysis,  urinalysis,  and  resting  and  treadmill  electrocardiogram  to  assure 
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absence  of  cardiovascular  disease.  To  minimize  potential  variability  in  responses  associated 
with  menstrual  cycles,  female  subjects  were  tested  during  the  follicular  phase  of  their 
menstrual  cycle  (days  3-10  with  day  one  the  first  day  of  menses).  All  women  completed  an 
initial  urine  pregnancy  test  within  24  hours  of  test  participation  to  assure  that  they  were  not 
pregnant  during  the  experimental  procedures.  Individuals  with  a  history  of  hyperthyroidism  or 
taking  prescription  drugs  were  excluded  and  subjects  refrained  from  taking  medication  at  the 
time  of  the  experiments,  with  the  exception  of  oral  contraceptives.  Because  of  the  potential 
effect  of  vascular  volume  and  baroreflex  function,  subjects  were  asked  to  refrain  from  exercise 
and  stimulants  such  as  caffeine  and  other  non-prescription  drugs  48  hours  prior  to  testing. 
During  an  orientation  period  that  preceded  the  experiments,  subjects  were  made  familiar  with 
the  laboratory,  the  protocol,  and  procedures. 

Experimental  protocol.  The  experimental  protocol  consisted  of  3  days  of  tests  and 
measurements  of  physical  and  physiological  functions.  On  day  1,  subjects  underwent  the 
following  tests:  1)  cardiopulmonary  baroreflex  control  of  peripheral  vascular  resistance;  2) 
aortic  baroreflex  control  of  heart  rate;  3)  adrenergic  receptor  responsiveness;  and  4) 
measurement  of  plasma  volume.  On  day  2,  subjects  underwent  measurements  for:  1)  heart  rate 
variability;  2)  carotid  baroreflex  control  of  heart  rate;  3)  heart  rate  and  blood  pressure 
responses  to  a  Valsalva  maneuver;  4)  measurement  of  leg  volume  and  compliance;  and  5) 
tolerance  to  lower  body  negative  pressure  (LBNP).  On  the  third  test  day,  subjects  underwent 
tests  for  measurement  of  their  maximal  oxygen  uptake  (V02max)  and  estimated  body 
composition.  All  tests  conducted  on  days  1  and  2  were  always  separated  from  V02max  tests  by  a 
minimum  of  48  hours.  All  measurements  were  conducted  at  the  same  time  of  day  and  in  the 
same  sequence. 


•  • 

Maximal  oxygen  uptake  (V02max).  A  graded  treadmill  protocol  was  used  to  elicit  V02max. 

The  exercise  protocol  began  with  the  subject  walking  at  a  speed  of  2.0  miles  per  hour  (mph) 
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and  0%  grade  for  1  min  followed  by  3.0  mph  for  2  min.  At  constant  grade  (0%),  the  treadmill 
speed  was  increased  by  1  mph  each  30  sec  until  the  subject  indicated  that  he/she  had  reached  a 
comfortable  running  speed.  At  this  point  in  the  test,  speed  was  maintained  constant  and  the 
grade  of  the  treadmill  was  increased  by  2%  every  minute  until  the  subject  reached  volitional 
exhaustion.  Subjects  breathed  through  a  low-resistance  valve,  and  the  volume  and  composition 
of  expired  gas  was  collected  and  analyzed  on  a  Beckman  model  H  metabolic  measurement  cart  for 
the  fractions  of  mixed  expired  oxygen  and  carbon  dioxide.  Since  body  fat  contributes 
significantly  to  the  calculated  difference  in  V02max  between  males  and  females  (Drinkwater 
1984),  we  expressed  V02max  as  a  function  of  estimated  lean  body  mass  (ml»kg'^  LBM»min"^) 
for  the  purpose  of  matching  the  fitness  level  of  our  men  and  women  (Cureton  1981). 

Estimation  of  body  composition.  Skinfolds  were  taken  at  five  sites  for  the  females  (thigh, 
illium,  abdomen,  triceps,  scapula)  and  six  sites  for  the  males  (chest,  thigh,  illium,  abdomen, 
triceps,  scapula).  The  sum  of  the  skinfold  measurements  for  each  gender  was  used  to  estimate 
percentage  of  body  fat  according  to  the  formula  of  Pollock  et  al  (1980). 

Lower  body  negative  pressure  (LBNP).  Orthostatic  tolerance  was  determined  while  the 
subject  was  in  the  supine  posture  by  progressively  reducing  pressure  around  the  lower  body 
relative  to  ambient  pressure.  The  LBNP  protocol  consisted  of  a  2-min  baseline  period  followed 
by  decompression  to  -15  and  -30  mmHg  for  10  min  each.  Further  10-mmHg  reductions  in 
pressure  were  added  every  3  min  until  test  termination.  The  duration  of  the  test  was 
determined  by:  a)  completion  of  3  min  at  -100  mmHg,  b)  onset  of  presyncopal  symptoms 
including  a  drop  in  systolic  blood  pressure  >15  mmHg  and  or  sudden  bradycardia  >15  beats,  c) 
progressive  reduction  in  systolic  blood  pressure  to  <  80  mmHg,  and  d)  onset  of  symptoms  such 
as  nausea,  sweating,  grey-out,  or  dizziness.  A  cumulative  stress  index  for  LBNP  tolerance  was 
derived  by  summing  the  products  of  negative  pressure  in  mmHg  and  time  in  minutes  during  each 
pressure  stage  (Luft  et  al  1976). 
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Hemodynamic  measurements.  Baseline  systolic  and  diastolic  arterial  blood  pressures  were 
measured  non-invasively  from  the  left  arm  with  a  Collins  automated  sphygmomanometer  blood 
pressure  measurement  device.  In  addition,  beat-by-beat  continuous  measurement  of  arterial 
blood  pressure  was  monitored  during  Valsalva  maneuvers,  tests  for  adrenoreceptor 
responsiveness,  and  LBNP  exposures  using  finger  photoplethysmographic  techniques  (Finapres, 
Ohmeda  Inc.)  with  the  hand  held  at  the  level  of  the  mid-sternum.  Total  finger  arterial  volume 
under  the  blood  pressure  finger  cuff  was  maintained  constant  by  modulating  cuff  pressure  in 
parallel  with  intraarterial  pressure  using  an  electropneumatic  servo  feedback  system  and 
measured  with  an  infrared  plethysmograph.  Blood  pressure  measurements  obtained  by 
auscultation  were  used  to  verify  readings  obtained  from  the  Finapres.  Mean  arterial  pressure 
(MAP)  was  calculated  by  dividing  the  sum  of  systolic  pressure  and  twice  diastolic  pressure  by 
three.  Four  silver  tape  electrodes,  two  around  the  neck  and  two  around  the  thorax,  were 
attached  to  a  Minnesota  Impedance  Cardiograph  (Model  304B)  for  non-invasive  rheographic 
determination  of  stroke  volume  during  rest  and  LBNP  (Convertino  et  al  1994).  Continuous 
heart  rate  (HR)  was  recorded  during  all  tests  using  a  four-lead  electrocardiogram.  Cardiac 
output  (Q)  during  rest  and  LBNP  was  calculated  as  the  product  of  heart  rate  and  stroke  volume. 
Total  systemic  peripheral  resistance  (TPR)  was  calculated  by  dividing  MAP  by  Q.  Changes  in 
leg  volume  during  each  LBNP  stage  were  measured  with  a  strain  gauge  placed  around  the  point  of 
maximum  girth  of  the  left  calf.  Percent  changes  in  calf  volume  (ml/1 00ml)  were  calculated 
from  circumference  changes. 

Forearm  and  leg  blood  flows  were  measured  by  venous  occlusion  plethysmography  using  a 
dual  loop  mercury-in-silastic  strain  gauge  placed  around  the  left  forearm  or  calf  at  the  point  of 
maximal  circumference.  Venous  outflow  from  the  forearm  or  calf  was  prevented  by  the 
placement  of  a  cuff  around  the  brachium  just  above  the  elbow  or  around  the  thigh  just  above  the 
knee  using  an  occlusion  pressure  of  -i-40  mmHg  for  the  arm  and  -i-60  mmHg  for  the  leg.  Arterial 
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occlusion  to  reduce  blood  flow  to  the  hand  or  foot  was  applied  by  a  wrist  or  an  ankle  cuff  inflated 
at  a  pressure  of  +250  mmHg.  Following  wrist  or  ankle  cuff  inflation  for  1  min,  venous 
occlusion  was  initiated  for  10  s  followed  by  its  release  for  10  s  for  six  sequential  occlusions. 
The  relative  change  (percent)  in  strain  gauge  length  over  10  s  was  quantified  as  a  volume  of 
blood  per  unit  time,  i.e.,  flow.  Ten-second  occlusions  were  repeated  during  the  final  2  min  of 
drug  infusion  at  each  stage  of  the  adrenoreceptor  tests  (leg)  and  LBNP  tests  (forearm),  and  the 
average  of  the  six  measurements  represented  the  flow  for  that  test  condition.  An  index  of 
forearm  or  leg  vascular  resistance  was  calculated  by  dividing  mean  arterial  pressure  by 
average  flow  during  the  final  2  min  of  each  test  condition  and  expressed  as  peripheral  resistance 
units  (pru  in  mmHg»min*100  ml»m|-''). 

Subjects  laid  in  the  right  lateral  decubitus  position  and  a  20-gauge  catheter  was  inserted 
into  an  antecubital  vein  of  the  dependent  right  arm  for  measurement  of  estimated  central  venous 
pressure  (CVP,  Gauer  &  Seiker  1956).  With  the  right  arm  being  suspended,  the  valves  in  the 
veins  become  incompetent  resulting  in  an  unimpeded  column  of  blood.  Under  these  conditions, 
the  pressure  in  the  large  vein  of  the  right  arm  reflect  CVP  when  the  pressure  transducer  is 
centered  at  heart  level  (Gauer  &  Seiker  1956).  The  catheter  was  then  cleared  with  isotonic 
saline  solution  and  connected  to  a  Baxter  Uniflow™  model  43-260  pressure  transducer  for 
measurement  of  venous  pressure.  Prior  to  connection  to  the  catheter,  the  transducer  was 
positioned  at  the  level  of  the  mid-sternum  with  a  ruler  and  level,  and  was  calibrated  with  a 
known  20  mmHg  pressure  introduced  from  a  digital  manometer  (Omega). 

Leg  volume  and  compliance.  A  series  of  5  circumference  measurements  placed  5  cm  apart 
on  each  thigh  and  calf  was  performed  on  each  subject.  The  total  geometric  volume  of  each  thigh 
and  calf  segment  was  estimated  by  calculating  the  volume  of  each  sequential  segment  from  its 
mid-circumference  value  and  length,  and  summing  the  values  of  all  segments.  This  procedure 
assumes  that  each  segment  approximates  the  shape  of  a  cylinder.  Total  leg  volume  was 
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calculated  as  the  sum  of  all  segments  of  both  legs.  Compliance  of  both  legs  was  measured  during 
supine  rest  using  a  Whitney  strain  gauge  placed  at  the  point  of  greatest  calf  circumference. 
Following  30  min  of  supine  control,  the  left  leg  was  slightly  elevated  (~4  in)  at  the  ankle  and  an 
occlusion  cuff  placed  just  above  the  knee  was  inflated  to  30  mmHg  for  180  s.  Leg  compliance 
was  calculated  by  dividing  the  volume  change  (ml/1 00ml)  at  a  plateau  (i.e.,  point  at  which 
venous  pressure  equals  cuff  pressure)  by  the  cuff  pressure  and  expressed  as  Avol%/AmmHg. 
The  value  for  leg  compliance  was  multiplied  by  100  for  convenience. 

Heart  rate  variability.  Each  subject  underwent  collection  of  ECG  data  during  5  min  in 
which  the  respiratory  rate  was  controlled  by  the  subject  breathing  at  a  constant  rate  of  15 
breaths  per  min  using  a  metronome.  An  index  of  cardiac  vagal  activity  was  assessed  by 
calculating  the  standard  deviation  of  R-R  intervals  (Crandall  et  al  1994). 

Measurement  of  carotid-cardiac  baroreflex.  A  silastic  neck  chamber  device  covering  the 
area  of  the  carotid  arteries  was  utilized  to  elicit  carotid  baroreceptor  stimulus-cardiac  reflex 
response  relationships.  The  stimulus  profile  consisted  of  raising  neck  chamber  to  40  mmHg  for 
five  heart  beats,  followed  by  successive  15-mmHg  R-wave  triggered  decrements  to  -65  mmHg. 
This  produced  a  series  of  stair-stepped  neck  pressure  reductions  that  were  superimposed  on 
seven  successive  carotid  arterial  pulses.  To  avoid  respiration-related  variations  of  cardiac 
vagal  outflow  (Eckberg  1983),  neck  pressure  changes  were  applied  only  during  held  mid¬ 
expiration.  A  test  session  consisted  of  five  successful  applications  of  the  neck  pressure 
sequences.  Each  sequence  lasted  approximately  15  sec,  and  each  test  session  lasted  15  min. 
Individual  trials  were  discarded  if  the  subject  breathed  during  the  stimulus  sequence,  or  if  the 
neck  chamber  failed  to  seal  adequately.  Neck  chamber  pressures  and  R-R  intervals  for  the  five 
acceptable  sequences  were  averaged  for  each  test  session.  Systolic  pressure  was  measured  via 
auscultation  before  and  after  each  neck  chamber  test  session  and  carotid  pressure  was  calculated 
as  systolic  pressure  minus  neck  chamber  pressure  applied  during  the  heart  beat;  this 
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calculation  assumes  complete  transfer  of  pressure  in  the  cuff  to  the  carotid  arteries  and  does  not 
alter  the  comparisons  of  barorefiex  parameters  across  time  (Kasting  et  al  1987).  A  stimuius- 
response  reiationship  of  the  barorefiex  was  derived  by  plotting  R-R  intervals  at  each  pressure 
step  against  respective  carotid  distending  pressure.  From  the  average  of  each  5-trial  sequence 
of  responses,  barorefiex  relationships  were  reduced  to  the  following  parameters  for  statistical 
comparisons:  1)  maximum  slope  to  provide  an  index  of  reflex  sensitivity;  2)  position  of 
operational  point  ([control  R-R  -  minimum  R-R]/range  x  100%)  to  provide  information 
about  the  position  from  which  the  baseline  heart  rate  functions  on  the  stimulus-response 
relationship:  and  3)  the  estimated  carotid  pressure  at  maximum  slope,  i.e.,  point  halfway 
between  the  pressures  bracketing  the  maximum  slope,  to  identify  the  point  of  maximal 
buffering.  To  determine  the  segment  with  the  steepest  slope,  least  squares  linear  regression 
analysis  was  applied  to  every  set  of  three  consecutive  points  on  the  response  relationship. 

Measurement  of  aortic-cardiac  barorefiex.  Subjects  were  instrumented  for  beat-to-beat 
measurements  of  heart  rate,  arterial  pressures,  and  estimated  CVP,  and  placed  in  the  LBNP 
chamber.  Following  instrumentation,  subjects  rested  quietly  for  15  minutes,  after  which  three 
minutes  of  baseline  data  were  obtained.  The  aortic-cardiac  barorefiex  was  assessed  using  a 
technique  previously  described  (Shi  et  al  1993).  The  protocol  was  initiated  with  a  steady-state 
infusion  of  phenylephrine  (PE)  into  an  antecubital  vein  of  the  arm  opposite  to  that  used  for 
estimating  CVP,  with  a  goal  of  increasing  mean  arterial  pressure  (MAP)  by  15  mmHg.  PE  was 
used  because  of  its  known  baroreflex-mediated  heart  rate  effect  on  aortic  baroreceptors  (Shi  et 
al  1993).  Every  two  to  three  minutes,  the  infusion  rate  was  increased  (ranging  from  30  to  90 
pg-rnin"^)  until  the  desired  elevation  of  MAP  was  attained.  Once  MAP  reached  its  new  steady- 
state  level,  the  infusion  rate  was  maintained  constant  throughout  the  remaining  procedures. 
After  three  minutes  of  data  collection  at  the  desired  PE-induced  hypertension,  LBNP  was  applied 
(ranging  from  5  to  20  mmHg)  until  estimated  CVP  was  returned  to  pre-PE  infusion  levels.  One 
minute  of  data  were  recorded  once  CVP  had  returned  to  baseline.  Neck  pressure  equal  to  1 .4 
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times  the  increase  in  MAP  was  then  applied  to  the  anterior  two-thirds  of  the  neck  with  the 
intention  of  returning  mean  carotid  sinus  transmural  pressure  to  pre-PE  infusion  values.  This 
level  of  neck  pressure  was  chosen  to  estimate  complete  transmission  of  pressure  through  the 
tissue  of  the  neck  (Ludbrook  et  al  1977).  One  minute  of  data  were  recorded  during  application 
of  neck  pressure.  Clamping  of  CVP  and  carotid  pressure  at  baseline  levels  by  application  of 
LBNP  and  neck  pressure,  respectively,  was  designed  to  remove  PE-induced  loading  of 
cardiopulmonary  and  carotid  baroreceptors,  thereby  isolating  the  influence  of  the  aortic 
baroreceptors.  Responsiveness  of  the  aortic  baroreflex  control  of  heart  rate  was  calculated  as 
the  ratio  of  the  difference  in  HR  to  MAP  (AHR/AMAP)  between  pre-PE  infusion  and  post-PE 
infusion  with  LBNP  and  neck  pressure.  At  the  completion  of  the  protocol,  the  subject  was 
monitored  until  blood  pressure  returned  to  pre-testing  baseline. 

Measurement  of  cardiopulmonary  baroreflex  control  of  forearm  vascular  resistance. 
Subjects  laid  in  the  LBNP  device  in  the  right  decubitus  position  for  measurements  of  estimated 
CVP  and  the  left  arm  was  raised  at  heart  level  and  used  for  simultansous  forearm  blood  flow 
measurements.  The  LBNP  protocol  began  with  a  2-min  baseline  rest  period  with  the  LBNP 
pressure  at  0  mmHg  followed  by  continuous  decompression  at  5,  10,  15,  and  20  mmHg  every  2 
min.  The  LBNP  protocol  was  designed  to  selectively  elicit  the  vascular  constriction  response 
caused  by  unloading  the  cardiopulmonary  baroreceptors.  Heart  rate,  forearm  blood  flow,  and 
CVP  were  measured  continuously  throughout  the  LBNP  test.  Because  forearm  blood  flow  was 
measured  continuously  during  LBNP,  blood  pressure  measurement  during  this  protocol  was 
limited  to  the  baseline  and  final  stage  of  -20  mmHg  after  the  final  forearm  blood  flow 
measurement  was  completed. 

Measurement  of  baroreflex  responses  to  Valsalva  maneuver.  Each  subject  underwent  a 
Valsalva  maneuver  that  consisted  of  15  s  normal  breathing  to  establish  baseline,  15  s  of 
Valsalva  strain  at  30  mmHg  expiratory  pressure,  and  30  s  post-strain.  A  small  leak  in  the 


Page  10 


system  prevented  the  subject  from  maintaining  the  expiratory  pressure  by  occluding  the 
giottis.  Subjects  were  instructed  to  remain  quiet  and  still  during  both  the  baseline  and  post¬ 
strain  collection  periods.  Following  baseline  collection,  the  subject  was  asked  to  give  a  ready 
signal  at  the  end  of  a  normal  inspiration.  At  this  point,  the  subject  was  instructed  to  begin 
blowing  into  a  mouthpiece  connected  to  a  calibrated  pressure  transducer  (Propper  Analog 
Manometer).  After  15  s  at  30  mmHg  expiratory  pressure,  the  subject  was  instructed  to 
release  pressure  and  breathe  normally  after  the  mouthpiece  was  removed.  An  aneroid  guage 
positioned  in  front  of  the  subject  provided  feedback  on  the  expiratory  pressure.  Heart  rate  and 
blood  pressure  responses  from  three  trials  were  averaged  in  a  phase-by-phase  manner  for 
baseline,  phase  I,  early  phase  II,  and  late  phase  II  according  to  the  technique  described  by  Luster 
et  al  (1996).  For  phase  I,  AMAP  was  used  in  the  analyses  as  an  index  of  vascular  volume 
(Stegemann  et  al,  1988).  For  late  phase  II,  AMAP  was  used  in  the  analyses  as  a  marker  for 
sensitivity  of  baroreflex-mediated  control  of  peripheral  vascular  resistance  (Sandroni  et  al 
1991).  The  ratio  AHR/AMAP  was  used  in  the  analyses  for  early  phase  II  because  of  its 
usefulness  in  describing  integrated  cardiac  baroreflex  responsiveness  (Sandroni  et  al  1991; 
Stegemann  et  al,  1988). 

Measurements  of  adrenoreceptor  responsiveness.  Following  baseline  measurements  of 
heart  rate,  blood  pressure,  and  leg  blood  flow,  three  graded  infusions  of  a-  and  p- 
adrenoreceptor  agonists  were  performed  with  isotonic  saline  as  a  vehicle.  Each  infusion 
interval  was  9  min  in  duration  to  establish  steady-state  and  allow  adequate  time  for  all 
measurements.  The  protocol  and  dosages  of  adrenoreceptor  agonists  were  determined  by 
laboratory  experience  to  produce  safe  but  significant  physiological  responses  (Convertino  et  al 
1997).  The  total  volume  infused  was  less  than  50  ml.  A  recovery  period  of  at  least  25  min  was 
allowed  between  the  two  agonist  infusion  protocols  to  allow  hemodynamic  measurements  to 
return  to  pre-infusion  baseline  levels.  During  both  infusion  protocols,  constant  monitoring  of 
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beat-to-beat  blood  pressure  and  heart  rate  was  performed  and  leg  blood  flows  were  measured  at 
each  infusion  level. 

a^-adrenoreceptor  responsiveness.  Graded  infusion  of  the  al-adrenoreceptor  agonist 
phenylephrine  (PE)  was  used  to  assess  the  responsiveness  of  these  vascular  receptors.  PE  was 
infused  at  three  graded  constant  rates  of  0.25,  0.50,  and  1.00  pg/kg/min.  An  elevation  of 
systolic  blood  pressure  of  20  mmHg  above  or  reflex  reduction  of  heart  rate  20  bpm  below 
resting  baseline  were  pre-determined  end  points  for  test  termination.  No  tests  were  terminated 
using  these  criteria.  The  response  of  a  1 -ad renoreceptors  was  assessed  by  relating  the  PE  dose 
with  the  reduction  in  leg  vascular  resistance.  The  relationships  between  PE  doses  and  leg 
vascular  resistance  were  linear,  and  the  slopes  describing  these  relationships  were  used  to 
represent  an  index  of  ai -adrenoreceptor  responsiveness. 

^-adrenoreceptor  responsiveness.  After  heart  rate  and  blood  pressure  had  been  allowed  to 
return  to  baseline  levels  following  PE  infusions,  infusions  of  isoproterenol  (ISO)  were  used  to 
assess  the  responsiveness  of  pi-  and  p2-adrenoreceptors.  ISO  was  infused  at  three  graded 
constant  rates  of  0.005,  0.01,  and  0.02  pg/kg/min.  An  elevation  of  heart  rate  by  35  beats  per 
minute  (bpm)  above  resting  baseline  was  the  pre-determined  end  point  for  test  termination. 
The  test  for  one  of  the  female  subjects  was  terminated  during  the  final  infusion  rate  using  this 
criteria.  Linear  regression  relationships  were  then  constructed  relating  the  increase  in  heart 
rate  and  the  decrease  in  leg  vascular  resistance  to  the  dose  of  isoproterenol.  The  slopes 
describing  the  linear  stimulus-response  relationship  between  the  dose  of  ISO  and  heart  rate  and 
leg  vascular  resistance  provided  a  measure  of  the  systemic  responsiveness  of  pi-  and  pa- 
adrenoreceptors,  respectively. 

Plasma  measurements.  A  30-ml  antecubital  venous  blood  sample  was  taken  without  stasis 
before  and  immediately  following  termination  of  the  LBNP  test  to  determine  the  response  of 
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norepinephrine  (NE)  and  epinephrine  (E)  to  orthostasis.  immediately  foliowing  each 
withdrawal,  whole  blood  was  taken  from  the  syringe  and  transferred  to  a  chilled  tube  containing 
sodium  EDTA.  Microhematocrit  and  hemoglobin  (Couiter  S+4  system)  were  measured  in 
triplicate  using  ~1  ml  of  the  EDTA-treated  whole  blood.  The  remaining  whoie  blood  was 
centrifuged  at  2000  g  for  20  min  at  4°C.  Immediately  after  centrifugation,  the  plasma  was 
aliquoted  and  stored  frozen  until  assays  were  performed. 

Plasma  NE  and  E  concentrations  were  measured  by  high  performance  liquid  chromatography 
(Waters).  An  internal  standard,  3,4-dihydroxybenzylamine  (DHBA),  was  added  to  the  plasma 
samples  and  pH  was  adjusted  with  a  buffer.  Aluminum  oxide  (alumina)  was  added  to  adsorb  NE 
and  E.  After  centrifugation,  the  plasma  was  discarded  and  the  alumina  was  washed  with  a  dilute 
buffer  solution  to  remove  unwanted  plasma  residue.  An  acidic  solution  was  added  to  the  alumina, 
mixed  and  centrifuged.  The  eluent  was  then  injected  onto  a  C’®  reverse  phase  column  using  a 
Waters  WISP  712  auto-injector.  A  Waters  460  electrochemical  detector  was  used  to  determine 
the  concentrations  of  NE  and  E  in  the  samples.  Assayed  external  standards  were  included  with 
each  run.  The  auto-injector  and  detector  were  interfaced  with  a  Digital  380  computer  using 
Waters  software.  The  within  assay  coefficient  of  variation  was  1.4%;  between  assay  coefficient 
of  variation  was  3.8%. 

Plasma  volume  was  determined  by  a  modified  dilution  technique  (Greenleaf  et  al,  1979) 
using  sterile  solutions  of  Evans  blue  dye  contained  in  10-ml  ampules  (The  New  World  Trading 
Corp.,  DeBary,  FL).  After  each  subject  was  stabilized  in  the  supine  position  for  30  min,  a  pre¬ 
injection  control  blood  sample  was  drawn  followed  by  an  intravenous  injection  of  1 2.5  mg  of  dye 
diluted  with  2.5  ml  isotonic  saline  solution.  One  ml  of  plasma  from  a  10-min  post-injection 
blood  sample  was  passed  through  a  wood-cellulose  powder  (Solka-Floc  SW-40A) 
chromatographic  column  so  that  the  dye  could  be  absorbed.  The  absorbed  dye  was  eluted  from 
the  column  using  a  1:1  water-acetone  solution  (pH  =  7.0)  and  collected  in  a  10-ml  volumetric 
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flask.  The  post-injection  solution  was  compared  with  1-ml  samples  from  a  preinjection  time 
(zero  control)  and  a  standard  dye  solution  (1:50  dilution  with  distilled  water),  and  all  samples 
were  read  at  615  nm  with  a  spectrophotometer.  Total  blood  volume  was  calculated  from  the 
plasma  volume  and  peripheral  venous  hematocrit  measurements.  Using  these  procedures  in  our 
laboratory,  test-retest  correlation  coefficient  for  blood  volume  was  0.969  (N  =  12)  and  the 
average  changes  were  82  ml  (average  %A  =  1.5%,  N  =  17),  75  ml  (average  %A  =  1.5%,  N  = 
19),  and  56  ml  (average  %A  =  1.1%,  N  =  23)  when  measurements  were  determined  4,  8,  and 
15  days  apart,  respectively  (Greenleaf  et  al  1979),  and  was  0.881  (N  =  7)  with  average 
change  of  25  ml  (average  %A  =  0.7%)  when  measurements  were  determined  1 1  months  apart 
(Convertino  et  al  1996).  Total  circulating  plasma  NE  and  E  were  calculated  as  the  product  of 
plasma  volume  and  plasma  NE  and  E  concentrations  as  a  index  of  baseline  sympathetic  activity 
and  catecholamine  release  during  LBNP  (Goldstein  et  al  1995). 

Statistical  analysis.  Descriptive  statistics  were  performed  for  all  variables.  Results  are 
presented  as  means  ±  1  standard  error.  A  one-way  analysis  of  variance  was  performed  for 
comparisons  between  the  two  groups  of  all  variables  and  slopes  of  responses.  A  multivariate 
analysis  of  variance  was  used  for  group  comparisons  across  LBNP  levels. 
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Results 

Subjects.  A  summary  of  the  subject  descriptive  data  for  the  two  gender  groups,  together 
with  the  resultant  F  and  P  values  from  statistical  analyses,  is  presented  in  Table  1.  The  female 
group  had  statistically  lower  (P  <  0.012)  height,  weight,  baseline  systolic  blood  pressure,  and 
V02max  expressed  per  body  weight,  and  higher  (P  <  0.001)  baseline  heart  rate  and  estimated 
body  fat.  Age,  maximal  heart  rate  and  V02nnax  expressed  per  kg  of  lean  body  mass  were  not 
statistically  distinguishable  between  the  two  groups. 

Responses  to  LBNP.  All  subjects  demonstrated  intolerance  to  LBNP  by  the  onset  of 
presyncopal  symptoms  including  a  drop  in  mean  blood  pressure  below  80  mmHg  with 
subsequent  bradycardia  and  various  degrees  of  symptoms  such  as  nausea,  sweating,  or  dizziness. 
Cumulative  LBNP  index  for  the  women  (797  ±  63  mmHg*min)  was  35%  lower  (F(1,18)  = 
13.612;  P  =  0.0017)  than  1235  ±  101  mmHg»min  for  the  men  (Figure  1).  At  the  LBNP  level 
at  which  presyncope  occurred,  there  were  no  distinguishable  differences  between  females  and 
males  in  heart  rate,  total  peripheral  resistance,  and  forearm  vascular  resistance.  However, 
females  demonstrated  lower  (P  <  0.035)  stroke  volume,  cardiac  output,  mean  arterial 
pressure,  and  leg  pooling  than  the  males  at  the  point  of  presyncope  (Table  2).  The  females  had 
greater  elevations  (F(1,18)  =  5.0946,  P  =  0.0367)  in  thoracic  impedance  during  LBNP  at  the 
point  of  presyncope  (1.6  ±  0.3  ohms)  compared  to  the  maies  (0.7  ±  0.2  ohms). 

Heart  rate,  stroke  volume,  Q,  MAP,  TPR  and  FVR  responses  to  graded  LBNP  from  0  through 
-50  mmHg  are  illustrated  in  Figure  2.  Both  females  and  males  demonstrated  gradual  reduction 
in  stroke  volume  with  a  subsequent  decrease  in  Q  despite  a  compensatory  elevation  in  heart  rate. 
Mean  arterial  pressure  showed  little  change  in  the  face  of  lower  Q  as  a  result  of  increased 
peripheral  vascular  resistance.  The  rate,  i.e.,  slope,  of  elevation  in  heart  rate,  and  total 
peripheral  and  forearm  vascular  resistance  and  reduction  in  cardiac  output  were  greater  in  the 
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females  than  in  the  males  (Table  3).  Percent  increase  in  leg  volume  during  graded  LBNP  from 
0  through  -50  mmHg  was  greater  (F(1,14)  =  13.0307,  P  =  0.0028)  in  males  compared  to 
females  while  the  elevation  in  thoracic  impedance  was  less  (F(1,15)  =  6.2196,  P  =  0.0241) 
in  males  (Fig.  3). 

Heart  rate  variability.  The  average  standard  deviation  of  R-R  intervals  during  controlled 
breathing  was  less  (F(1,18)  =  4.5459,  P  =  0.0470)  in  women  (42.9  ±  4.6  msec)  compared 
to  an  average  response  of  64.2  ±  8.8  msec  in  the  men. 

Baroreflex  Responses.  The  average  stimulus-response  relationships  of  the  carotid-cardiac 
baroreflex  for  each  group  is  presented  in  Figure  3.  Females  and  males  demonstrated  similar 
operational  points  (37.9  ±  6.5%  and  38.9  ±  7.8%,  respectively:  F(1,18)  =  0.0096,  P  = 
0.9229)  and  cartoid  distending  pressures  at  maximum  slope  (120  ±  9  mmHg  and  124  ±  6 
mmHg,  respectively;  F(1,18)  =  0.1261,  P  =  0.7266)  for  the  carotid  baroreflex  relationship. 
However,  carotid-cardiac  baroreflex  responsiveness,  i.e.,  maximum  slope  of  the  stimulus- 
response  relationship,  was  lower  (F(1,18)  =  6.4487,  P  =  0.0205)  in  the  women  (2.65  ± 
0.29  ms/mmHg)  compared  to  that  in  the  men  (3.93  ±  0.41  ms/mmHg).  Aortic-cardiac 
baroreflex  sensitivity  in  the  women  (-0.92  ±  0.40  bpm/mmHg)  could  not  be  statistically 
distinguished  (F(1,18)  =  0.2182,  P  =  0.6460)  from  that  in  the  men  (-0.71  ±  0.20 
bpm/mmHg). 

Average  stimulus-response  characteristics  of  the  cardiopulmonary  baroreflex  control  of 
forearm  vascular  resistance  for  women  and  men  are  plotted  in  Figure  4.  Differences  in  slopes 
(AFVR/ACVP)  between  the  gender  groups  were  compared  by  analyzing  the  least  squares  linear 
estimates  generated  by  each  subject.  Average  AFVR/ACVP  of  the  cardiopulmonary  baroreflex 
response  was  40%  greater  (F(1,18)  =  1.9863,  P  =  0.1758)  in  the  women  (-4.1  ±  1.2 
pru/mmHg)  compared  to  the  men  (-2.6  ±  0.3  pru/mmHg). 
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Average  responses  of  beat-to-beat  heart  rate  and  mean  arterial  pressure  during  phase  I  and 
early  and  late  phase  II  of  the  Valsalva  maneuver  for  female  and  male  groups  are  plotted  in  Figure 
5.  Women  demonstrated  similar  (F(1,18)  =  0.6759,  P  =  0.4218)  elevation  in  MAP  (AMAP  = 
21.6  ±  1.9  mmHg)  during  phase  I  of  the  Valsalva  maneuver  compared  to  that  of  the  men  (AMAP 
=  19.5  +  1.8  mmHg).  A  higher  rise  in  MAP  during  late  phase  II  observed  in  the  women  (AMAP 
=  17.5  ±  3.9  mmHg)  compared  to  the  men  (AMAP  =  10.8  ±1.7  mmHg)  could  not  be 
distinguished  statistically  (F(1,18)  =  2.4456,  P  =  0.1353).  However,  the  AHR/AMAP  during 
early  phase  II  was  greater  (F(1,18)  =  5.1466,  P  =  0.0358)  in  the  men  (-1.3  ±  0.2 
bpm/mmHg)  than  in  the  women  (-0.9  ±  0.2  bpm/mmHg)  as  a  result  of  a  greater  tachycardic 
response  in  the  males  with  the  same  hypotensive  stimulus  (Fig.  5). 

Adrenoreceptor  responsiveness.  The  average  slope  of  the  individual  subject  dose-response 
relationships  between  ISO  and  heart  rate  was  greater  (F(1,18)  =  4.6096,  P  =  0.0457)  in  the 
females  (1853  ±  194  beats/pg/kg/min)  compared  to  an  average  response  of  1323  ±  153 
beats/pg/kg/min  in  the  males.  Figure  6  (upper  panel)  represents  the  regressions  calculated 
from  the  mean  (±SE)  heart  rates  at  each  ISO  level.  In  contrast,  there  were  no  statistical 
differences  between  females  and  males  in  the  average  slope  of  the  individual  subject  dose- 
response  relationships  between  ISO  and  leg  vascular  resistance  (-868  ±  241  pru/pg/kg/min 
and  -690  ±  294  pru/pg/kg/min,  respectively;  F(1,18)  =  0.2177,  P  =  0.6464)  or  between 
PE  and  leg  vascular  resistance  (15.8  ±  4.2  pru/pg/kg/min  and  19.5  ±  4.7  pru/pg/kg/min, 
respectively;  F(1,18)  =  0.3529,  P  =  0.5599).  The  regressions  calculated  from  the  mean 
(±SE)  leg  vascular  resistances  at  each  ISO  and  PE  level  are  presented  in  the  lower  panels  of 
Figure  6. 

Leg  volume  and  compliance.  Total  leg  volume  of  the  women  (12.3  ±  0.5  liters)  and  men 
(12.1  ±  0.5  liters)  were  similar  (F(1,18)  =  0.1239,  P  =  0.7289)  while  calf  compliance  of 
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the  men  (6.2  ±  0.5  ml/mmHg)  was  higher  (F(1,18)  =  2.6888,  P  =  0.1184)  than  that  of  the 
women  (5.0  ±  0.5  ml/mmHg). 

Plasma  volume  and  norepinephrine  responses.  Total  circulating  blood  volume  in  females 
was  26%  less  than  males  as  a  result  of  smaller  total  circulating  plasma  and  red  cell  volumes 
(Table  4).  When  blood  volume  was  standardized  for  body  weight,  females  (61.5  ±  3.2  ml/kg) 
remained  lower  (F(1,16)  =  4.0882,  P  =  0.0602)  compared  to  males  (71.5  ±  3.8  ml/kg), 
primarily  as  a  result  of  lower  (F(1,16)  =  5.2232,  P  =  0.0363)  circulating  red  blood  cell 
volume  (25.1  ±1.9  ml/kg  for  females  vs.  31.0  ±1.7  ml/kg  for  males). 

Baseline  plasma  NE  and  E  concentrations  and  total  circulating  contents  were  not 
statistically  different  between  the  gender  groups  (Table  4).  Presyncopal  LBNP  induced  an 
elevation  (F(1,13)  =  48.7301,  P  <  0.0001)  of  total  circulating  NE  to  1625  ±  253  ng  in 
females  and  2214  ±  306  ng  in  males.  The  change  in  total  circulating  plasma  NE  from  baseline 
to  presyncopal  LBNP  in  the  females  (834  ±  122  ng)  was  less  (F(1,12)  =  4.3719,  P  = 
0.0585)  than  the  elevation  of  1345  ±  275  ng  observed  in  the  males.  Presyncopal  LBNP 
induced  an  elevation  (F(1,13)  =  5.4107,  P  =  0368)  of  total  circulating  E  to  307  ±  130  ng  in 
females  and  262  ±  90  ng  in  males.  The  change  in  total  circulating  plasma  E  from  baseline  to 
presyncopal  LBNP  in  the  females  (187  ±  115  ng)  was  not  statistically  discernible  (F(1,12)  = 
0.0128,  P  =  0.9120)  than  the  elevation  of  205  ±  95  ng  observed  in  the  males. 
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Discussion 

The  results  of  the  present  study  confirm  those  of  previous  investigations  (Hogan  et  al 
1995;  Hordinsky  et  ai.  1981;  Ludwig  et  al  1987,  Montgomery  et  al  1977;  White  et  ai  1996) 
that  women  have  significantiy  compromised  capacity  to  regulate  blood  pressure  and  maintain 
orthostatic  function  compared  to  men.  Since  greater  height  predicts  lower  LBNP  tolerance 
(Ludwig  &  Convertino  1994),  the  shorter  females  might  be  expected  to  have  an  advantage  in 
tolerance  over  the  males.  Lower  LBNP  tolerance  in  females  in  light  of  their  height  advantage 
underscores  important  differences  between  genders  in  underlying  cardiovascular  mechanisms. 
This  investigation  expanded  upon  previous  work  by  identifying  specific  characteristics  of 
cardiovascular  functions  that  supported  the  hypothesis  that  greater  orthostatic  intolerance  in 
women  was  associated  with  impairment  of  specific  mechanisms  of  blood  pressure  regulation. 
The  unique  finding  of  this  study  was  that  presyncopal  predisposition  in  females  was  associated 
with  impairment  of  the  heart  rate  response  to  carotid  baroreceptor  stimulation,  lower  baseline 
cardiac  vagai  activity,  greater  decline  in  Q  and  stroke  volume  induced  by  LBNP,  increased  pi- 
adrenoreceptor  responsiveness,  greater  vasoconstriction  under  equal  LBNP,  lower  levels  of 
total  circulating  NE  at  pre-syncope,  and  lower  blood  volume. 

Some  investigations  have  suggested  that  orthostatic  performance  may  be  compromised  in 
athletically-trained  individuals  with  high  V02max  (Convertino  1987).  To  minimize  this 
confounding  factor,  we  appiied  the  criteria  of  expressing  V02max  as  the  rate  of  systemic  oxygen 

uptake  used  per  weight  of  iean  body  mass  (Cureton  1981;  Drinkwater  1984).  The  similar 

• 

V02max  of  the  gender  groups  in  the  present  investigation  suggests  that  physical  fitness  was  an 
unlikely  explanation  for  differences  in  orthostatic  toierance  between  females  and  males. 

As  expected,  LBNP  elicited  increased  heart  rate,  peripheral  resistance,  leg  volume,  and 
catecholamines  to  levels  comparable  to  those  observed  by  others  who  employed  similar 
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techniques  to  test  orthostatic  responses  (Blomqvist  &  Stone  1983;  Convertino  1987,  1993; 
Frey  et  al  1986,  1988;  Hordinsky  et  al  1981;  Hudson  et  al  1987;  Montgomery  et  al  1977; 
Sather  et  al  1986;  White  et  al  1996).  It  has  been  suggested  that  tolerance  to  progressive  LBNP 
can  be  partially  explained  by  differences  in  pre-LBNP  Q  reserves  and  higher  compensatory 
increases  in  peripheral  resistance  to  a  given  orthostatic  stress  (Convertino  et  al  1994;  Sather 
et  al  1986).  These  notions  were  not  adequate  to  explain  differences  in  LBNP  tolerance  between 
the  gender  groups  in  the  present  study  since  equal  pre-LBNP  Q  and  greater  increases  in 
peripheral  resistance  to  a  given  LBNP  level  did  not  protect  against  earlier  onset  of  presyncope 
in  the  females.  Despite  lower  stroke  volumes  at  baseline  and  during  LBNP  (Fig.  2),  females 
were  able  to  elicit  greater  tachycardic  response  at  equal  LBNP.  However,  this  reflex  cardiac 
response  was  inadequate  to  maintain  Q  in  the  women  compared  to  the  men.  Thus,  the  results  of 
the  present  study  indicate  that  the  rate  of  Q  reduction  may  be  a  significant  factor  that 
contributed  to  earlier  onset  of  hypotension  in  females  in  the  present  study. 

Baroreceptor-mediated  tachycardia  provides  a  means  to  buffer  transient  changes  in 
arterial  blood  pressure.  Investigations  using  both  human  and  animal  models  have  demonstrated 
that  carotid-cardiac  baroreflex  dysfunction  is  associated  with  less  cardioacceleration  and 
greater  incidence  of  hypotension  during  orthostasis  (Convertino  1991;  Convertino  et  al  1990, 
1991;  Cowley  et  al  1973).  A  positive  correlation  has  been  reported  between  the  magnitude  of 
impairment  of  carotid-cardiac  baroreflex  function  and  incidence  of  syncope  during  passive 
standing  (Convertino  et  al  1990).  In  the  present  study,  lower  LBNP  tolerance  was  assocaited 
with  attenuated  carotid-cardiac  baroreflex  responsiveness  in  the  female  subjects  compared  to 
their  male  counterparts.  The  isolated  carotid-cardiac  baroreflex  stimulus-response 
relationship  in  the  women  was  shifted  such  that  a  33%  lower  maximum  slope  existed  in  the 
region  of  hypotension.  This  lesser  responsiveness  in  carotid-cardiac  baroreflex  function  was 
further  verified  by  a  lower  AHR/AMAP  ratio  during  the  Valsalva  maneuver  in  the  females 
compared  to  the  males.  This  attenuated  reflex  response  may  have  partly  contributed  to  the 
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impaired  capacity  of  the  females  to  buffer  against  transient  reductions  in  blood  pressure  during 
LBNP. 

The  observation  in  this  and  other  (Montgomery  et  al  1977;  White  et  al  1996) 
investigations  that  females  demonstrated  greater  elevation  in  heart  rate  than  males  during 
graded  LBNP  has  led  to  the  hypothesis  that  vagal  withdrawal  rather  than  sympathetic  activation 
may  be  a  more  important  mechanism  underlying  blood  pressure  regulation  in  women  (Frey  & 
Hoffler  1988).  This  hypothesis  is  consistent  with  the  observation  that  an  attenuated  response 
of  the  vagally-mediated  carotid-cardiac  baroreflex  and  total  circulating  NE  at  presyncope  were 
associated  with  impaired  orthostatic  performance  in  female  subjects  compared  to  males  in  the 
present  study.  A  lower  baseline  heart  rate  variability  and  attenuated  carotid-cardiac 
baroreflex  responsiveness  in  the  females  compared  to  the  males  of  the  present  study  might 
suggest  that  vagal  withdrawal  from  low  baseline  cardiac  vagal  tone  represents  a  possible 
underlying  mechanism  for  limited  cardioacceleration  in  women. 

Although  lower  cardiac  baroreflex  responsiveness  was  associated  with  earlier  onset  of 
presyncope  in  women,  heart  rate  at  presyncope  in  the  female  subjects  did  not  differ  from  that 
observed  in  the  males.  This  was  especially  surprising  since  the  women  elicited  less  elevation  of 
total  circulating  plasma  norepinephrine  than  the  men,  suggesting  that  less  sympathetic 
activation  induced  similar  tachycardic  response  during  LBNP  in  females.  This  difference  in  the 
sympathetic  stimulus-heart  rate  response  relationship  between  women  and  men  could  be 
explained  by  the  up-regulation  of  cardiac  p-adrenoreceptors  observed  in  the  women  (Fig.  6). 

The  finding  that  heart  rate  at  presyncope  did  not  differ  between  women  and  men  makes  the 
interpretation  regarding  the  contribution  of  vagally-mediated  baroreflex  control  of  heart  rate 
to  blood  pressure  regulation  less  clear.  An  alternative  method  of  interpreting  the  difference  in 
baroreflex  responsiveness  between  the  two  gender  groups  and  its  importance  in  maintenance  of 
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arterial  pressure  during  hypotension  is  to  calculate  the  change  in  Q  which  would  be  expected  to 
occur  when  a  given  reduction  in  blood  pressure  elicits  a  given  reflex  change  in  heart  rate 
(Levine  1993).  In  the  present  study,  when  average  stroke  volume  at  presyncope  was 
multiplied  by  the  carotid  baroreflex  gain  during  a  change  in  mean  arterial  pressure  from  100 
mmHg  (baseline)  to  80  mmHg  (presyncope),  the  unit  change  in  Q  was  105%  greater  in  the  men 
compared  to  the  women  (4.8  bpm  x  48  ml/beat  =  230  ml/min  vs.  3.2  bpm  x  35  ml/beat  =112 
ml/min,  for  men  and  women,  respectively).  Therefore,  despite  small  differences  in  the 
magnitude  of  the  cardioacceleratory  baroreflex  response  between  groups,  these  calculations 
suggest  that  the  baroreflex-mediated  cardioacceleration  in  female  subjects  may  have 
significantly  compromised  the  capacity  to  provide  adequate  cardiac  output  during  LBNP. 

Earlier  onset  of  presyncope  in  our  female  subjects  was  associated  with  lower  stroke  volume 
and  cardiac  output  compared  to  males.  The  capacity  to  maintain  Q  and  systemic  arterial 
pressure  during  an  orthostatic  challenge  can  be  influenced  by  impaired  venous  return  as  a 
result  of  blood  pooled  in  the  lower  body.  The  notion  that  females  in  the  present  study  had  lower 
venous  return  and  cardiac  filling  compared  to  the  males  was  supported  by  greater  increases  in 
thoracic  impedance  and  lower  stroke  volumes  in  the  women.  Based  on  this  observation,  greater 
leg  compliance  and  fluid  accumulation  during  LBNP  might  be  predicted  for  the  females. 
Consistent  with  previous  investigations  (Frey  &  Hoffler  1988;  Hordinsky  et  al  1981; 
Montgomery  et  al  1977),  males  of  the  present  study  demonstrated  an  average  leg  compliance 
24%  greater  than  the  females  and  experienced  greater  fluid  accumulation  in  their  legs  during 
LBNP  compared  to  the  females,  as  evidenced  by  a  larger  percentage  increase  in  calf 
circumference.  These  observations  dismiss  the  possibility  that  LBNP  tolerance  could  be 
explained  by  differences  in  the  quantity  of  blood  sequestered  in  the  legs  alone.  However,  it  is 
possible  that  females  have  greater  reduction  in  venous  return  and  stroke  volume  with  less  blood 
pooling  the  legs  by  selectively  sequestering  the  majority  of  blood  in  their  abdominal  region 
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since  pelvic  blood  pooling  has  been  as  much  as  six-fold  greater  in  women  compared  to  men  at 
equal  orthostatic  challenge  (White  &  Montgomery  1996). 

The  capacity  to  increase  total  systemic  peripheral  resistance  represents  an  important 
mechanism  for  buffering  against  the  development  of  hypotension  during  an  orthostatic  challenge. 
Some  data  suggest  that  vasoactive  responses  of  vascular  adrenergic  receptors  was  lower  in 
women  than  men  since  men  showed  significant  dose-related  vasoconstriction  to  phenylephrine 
and  vasodilation  to  isoproterenol  while  women  did  not  (Freedman  et  al  1987).  However,  we 
found  similar  vasoactive  responses  to  phenylephrine  and  isoproterenol  between  females  and 
males  of  the  present  study,  suggesting  that  differences  in  vascular  adrenoreceptor 
responsiveness  did  not  contribute  to  lower  orthostatic  performance  in  females.  It  has  also  been 
suggested  that  females  may  be  compromised  in  their  capacity  to  vasoconstrict  since  increased 
TPR  during  LBNP  was  less  in  females  compared  to  males  (Frey  &  Hoffler  1988).  In  contrast, 
several  responses  observed  in  the  present  study  indicate  that  the  capacity  to  vasoconstrict  is  not 
compromised  in  females.  Total  peripheral  resistance  at  the  onset  of  presyncope  was  similar  for 
females  and  males  in  the  present  study.  In  addition,  vasoconstriction  responses  during  non- 
presyncopal  levels  of  LBNP  were  substantially  greater  in  the  females  compared  to  the  males 
(Fig.  2,  Table  3).  The  latter  observation  was  further  supported  by  a  40%  greater  average 
response  of  increased  forearm  vascular  resistance  to  cardiopulmonary  baroreceptor 
stimulation  in  females  compared  to  males  (Fig.  4).  A  possible  limitation  for  vasoconstriction  in 
females  based  on  the  present  data  may  be  the  degree  to  which  women  utilize  their 
vasoconstrictive  reserve  (defined  as  the  difference  between  peripheral  resistance  at  baseline 
and  presyncope)  (Engelke  et  al  1996).  Females  and  males  in  the  present  study  should  have  had 
similar  vasoconstrictive  reserve  since  their  TPR  and  FVR  at  baseline  and  presyncope  were 
similar.  Since  the  vasoconstrictive  response  to  LBNP  in  this  investigation  occurred  at  a  faster 
rate  in  females,  lower  LBNP  tolerance  in  females  was  associated  with  a  greater  elicitation  of 
their  maximal  vasoconstrictive  reserve  at  lower  LBNP.  It  has  been  suggested  that  just  prior  to 
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the  point  at  which  an  orthostatic  challenge  is  sufficient  to  elicit  hypotension,  compensatory 
mechanisms  are  usually  operating  at  maximal  capacity  (Rowell  1986).  If  this  is  true, 
orthostatic  tolerance  of  females  may  be  limited  by  the  inability  to  recruit  further 
vasoconstriction  from  mechanisms  that  have  reached  their  maximal  capacity. 

Circulating  blood  volume  has  a  profound  effect  on  arterial  pressure  during  orthostasis 
(Blomqvist  &  Stone  1983;  Convertino  1987,  1995;  Convertino  et  al  1996;  Levine  1993; 
Ludwig  et  al  1987,  1994).  Subjects  with  reduced  vascular  volumes  exhibit  subnormal  filling 
pressures  (Blomqvist  &  Stone  1983)  and  may  be  shifted  to  the  steep  portion  of  their  Frank- 
Starling  curve  where  capacity  to  buffer  orthostatic  reductions  in  central  blood  volume  is 
limited  (Levine  1993).  Earlier  onset  of  presyncope  in  female  subjects  of  the  present  study  was 
associated  with  lower  stroke  volume  and  cardiac  output  compared  to  males.  It  is  possible  that 
lower  relative  circulating  blood  volume  in  the  females  contributed  to  impairment  of  cardiac 
filling  and  subsequent  failure  to  maintain  blood  pressure  at  lower  levels  of  LBNP. 

Low  blood  volume  in  the  females  compared  to  the  males  of  the  present  investigation  could 
also  have  contributed  to  earlier  saturation  of  vasoconstriction  during  LBNP  since  hypovolemia 
elicits  greater  vascular  resistance  for  equal  reductions  in  venous  pressure  (Thompson  et  al 
1990).  This  notion  is  consistent  with  the  observation  that  females  in  this  study  demonstrated 
substantially  greater  vasoconstriction  at  similar  levels  of  LBNP  compared  to  the  males  and  a 
greater  average  response  (slope)  for  increased  forearm  vascular  resistance  to  cardiopulmonary 
baroreceptor  stimulation  (Fig.  2  and  4).  These  responses  have  been  interpreted  to  represent  a 
greater  utilization  of  vasoconstrictive  reserve  such  that  maximal  pressor  response  is  attained 
at  a  lesser  reduction  in  central  blood  volume  (Thompson  et  al  1990).  It  is  therefore  reasonable 
that  predisposition  for  earlier  onset  of  presyncope  in  female  subjects  may  partly  result  from  a 
relative  hypovolemia  that  compromised  cardiac  filling  and  the  capacity  to  increase  systemic 


resistance. 
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Total  circulating  plasma  NE,  an  index  of  sympathetic  activity  (Goldstein  et  al  1995),  is 
increased  during  orthostasis  and  higher  elevations  are  associated  with  increased  LBNP  tolerance 
(Convertino  1993;  Engelke  et  al  1996).  In  the  present  study,  the  increase  in  total  circulating 
plasma  NE  from  baseline  to  presyncope  was  greater  in  males  compared  to  females  while  changes 
in  total  circulating  E  similar  between  the  gender  groups.  Therefore,  it  appeared  that  neuronal 
release  of  catecholamines  were  attenuated  in  females  which  may  limit  compensatory  elevations 
in  cardiac  contractility,  heart  rate  and  systemic  peripheral  resistance  required  to  defend 
against  the  onset  of  hypotension  and  syncope. 

In  summary,  LBNP  tolerance  was  significantly  lower  in  females  than  males  who  matched 
for  age  and  aerobic  fitness.  At  presyncope,  heart  rate  and  peripheral  vascular  resistance  were 
similar  in  both  groups.  Presyncopal  predisposition  in  females  was  associated  with  impairment 
of  the  heart  rate  response  to  carotid  baroreceptor  stimulation,  lower  baseline  cardiac  vagal 
(parasympathetic)  activity,  greater  decline  in  Q  and  stroke  volume  induced  by  LBNP,  increased 
Pi -adrenoreceptor  responsiveness,  greater  vasoconstriction  under  equal  LBNP,  lower  levels  of 
total  circulating  NE  at  pre-syncope,  and  lower  blood  volume.  The  results  of  this  investigation 
support  the  hypothesis  that  women  have  significant  deficiencies  in  mechanisms  that  underlie 
blood  pressure  regulation  under  orthostatic  challenge  compared  to  men. 
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Conclusions 

The  results  of  this  study  could  have  important  implications  for  selection  and  training  of 
high-performance  aircraft  pilots.  The  observation  that  the  capacity  to  buffer  against 
development  of  hypotension  and  poor  orthostatic  performance  is  significanly  compromised  in 
women  compared  to  men  should  be  carefully  considered  in  the  selection  of  females  for  aerial 
combat  missions  that  require  high  Gz  accelerations.  Underlying  mechanisms  associated  with 
lower  orthostatic  performance  in  females  included  attenuated  carotid  baroreflex  control  of  heart 
rate,  lower  baseline  cardiac  vagal  activity,  greater  decline  in  Q  and  stroke  volume  induced  by 
LBNP,  increased  |3i-adrenoreceptor  responsiveness,  greater  vasoconstriction  under  equal 
LBNP,  increased  levels  of  circulating  NE  at  pre-syncope,  and  lower  plasma  volume.  Whether 
crew  selection,  training  or  technological  life  support  systems  can  be  designed  to  enhance  these 
physiological  functions  could  be  critical  to  the  potential  future  of  female  pilots. 

Another  important  finding  of  a  recent  investigation  (Convertino  et  al,  in  press)  was  that 
women  failed  to  demonstrate  cardiovascular  adaptation  to  high-G  training  compared  to  men. 
While  high-G  training  increased  stroke  volume,  cardiac  output,  and  protected  against 
orthostatic  hypotension  during  the  squat-stand  test  in  men,  it  failed  to  alter  any  of  these 
cardiovascular  functions  in  women.  This  comparison  of  the  influence  of  high-G  training  may  be 
particularly  important  in  that  an  absence  of  enhanced  cardiovascular  functions  observed  in 
females  compared  to  males  was  associated  with  lower  tracking  performance  during  simulated 
air-to-air  combat  at  high  G  in  the  women  compared  to  the  men.  These  results  provided  evidence 
that  blood  pressure  regulation  was  associated  with,  and  may  be  an  important  underlying 
mechanism  for,  cognitive  task  performance  during  high-G  maneuvers.  Perhaps  as  important  is 
the  possible  implication  that  female  pilots  may  have  less  physiological  potential  to  adapt  their 
cardiovascular  functions  during  training  to  support  optimal  performance  during  aerial  combat. 
If  compromised  mechanisms  of  blood  pressure  regulation  observed  in  the  females  of  the  present 
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study  fail  to  adapt  adequately  to  +Gz  exposure,  combat  training  and  performance  of  female  pilots 
may  be  significantly  limited. 

The  results  of  the  present  study  together  with  previous  investigations  (Frey  &  Hoffler 
1988;  Hordinsky  et  al  1981;  White  &  Montgomery  1996)  suggest  that  women  accumulate  less 
fluid  in  their  legs  and  more  fluid  in  their  pelvic  region  under  G-induced  stress  compared  to 
men.  These  findings  suggest  that,  in  addition  to  the  importance  of  well-fitted  garments,  the 
design  of  anti-G  suits  for  female  pilots  should  include  greater  counterpressure  applied  to  the 
pelvic  region  with  less  required  around  the  legs  compared  to  men. 
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APPENDIX  1 

Figures 

Figure  1.  Individual  and  average  cumulative  index  for  LBNP  tolerance  in  females  and  males. 

Figure  2.  Hemodynamic  responses  to  LBNP  through  -50  mmHg  in  females  (closed  circles, 
solid  lines)  and  males  (open  circles,  broken  lines).  Values  are  mean  ±  SE  for  N  =  10.  t 
indicates  slopes  of  responses  with  P  <  0.05. 

Figure  3.  Percent  changes  in  leg  volume  and  thoracic  impedance  to  LBNP  through  -50  mmHg 
in  females  (closed  circles,  solid  lines)  and  males  (open  circles,  broken  lines).  Values  are  mean 
+  SE  for  N  =  10.  t  indicates  responses  across  LBNP  with  P  <  0.03. 

Figure  4.  Illustration  of  the  cardiac  baroreceptor  stimulus-cardiac  response  relationship  for  female 
(closed  circles,  solid  lines)  and  male  (open  circles,  broken  lines)  groups,  shown  as  the  change  (A)  in 
R-R  interval  from  baseline  (0)  as  a  function  of  carotid  distending  pressure.  Symbols  represent  mean 
(circles)  ±  1  SE  (lines)  for  the  two  groups. 

Figure  5.  Cardiopulmonary  baroreflex  stimulus-response  relationship  between  forearm 
vascular  resistance  and  estimated  central  venous  pressure  (PVP)  in  females  (closed  circles  and 
solid  lines)  and  males  (open  circles  and  broken  lines).  The  linear  equation  for  the  mean  female 
response  is  y  =  -3.62x  +  70.7  (r^  =  0.978)  and  for  the  mean  male  response  is  y  =  -2.46x  + 

57.8  (r^  =  0.933).  Symbols  are  means  ±  SE  (N  =  10  in  each  group). 
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Figure  6.  Schematic  generated  from  the  average  responses  of  10  female  (solid  lines)  and  10 
male  (broken  lines)  subjects  illustrating  mean  arterial  pressure  (top  panel)  and  heart  rate 
(bottom  panel)  during  phase  I  (A),  early  phase  II  (B),  and  late  phase  II  (C)  of  a  15-s  Valsalva 
maneuver  at  an  expiratory  pressure  of  30  mmHg. 

Figure  7.  Dose-response  relationships  between  ISO  and  heart  rate  (upper  panel),  between 
ISO  and  leg  vascular  resistance  (middle  panel),  and  between  PE  and  leg  vascular  resistance 
(lower  panel)  for  females  (closed  circles)  and  males  (open  circles).  Linear  regressions  are 
calculated  from  mean  values.  For  ISO  vs.  heart  rate,  the  linear  equation  for  females  is  y  = 
1880x  +  61.8  (r2  =  0.995)  and  for  males  is  y  =  1303x  +  52.6  (r^  =  0.993).  For  ISO  vs.  leg 
vascular  resistance,  the  linear  equation  for  females  is  y  =  -865x  +  48.5  (r^  =  0.957)  and  for 
males  is  y  =  -690x  +  51.7  (r^  =  0.876).  For  PE  vs.  leg  vascular  resistance,  the  linear 
equation  for  females  is  y  =  16.0x  +  47.6  (r^  =  0.903)  and  for  males  is  y  =  19.5x  +  45.4  (r^ 
=  0.948). 
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Tables 


Table  1.  Subject  descriptive  data. 


Table  2.  Hemodynamic  responses  at  presyncope  level  of  LBNP. 


Table  3.  Hemodynamic  responses  (slopes)  to  graded  LBNP. 


Table  4.  Baseline  blood  volume  and  catecholamine  data. 


Table  1.  Subject  descriptive  data. 


Variabie  Men  Women  F  P 

N  =  10  N  =  10 


Ne,  yr 


38 

±2 


Height,  cm 

1  75 
±2 

Weight,  kg 

78.9 

+2.5 

Estimated  body  fat,  % 

14.7 
±1 .0 

Rest  SBP,  mmHg 

1  22 
±2 

Rest  DBP,  mmHg 

74 
+  2 

Rest  heart  rate,  bpm 

52 

±2 

Max  heart  rate,  bpm 

1  82 
±3 

V02max,  ml»kg'i*min'^ 

47.5 

±2.0 

VOamax,  ml»kg'i  LBM*min‘'' 

55.3 

±2.0 

36 

±1 

1.8999 

0.1860 

1  64 
±2 

13.6792 

0.0018 

65.4 

±2.8 

1 1 .2462 

0.0038 

26.4 

±2.0 

26.6683 

<0.0001 

1  13 
±2 

7.9287 

0.01 19 

70 

±2 

2.2910 

0.1485 

64 

±3 

9.5447 

0.0067 

1  87 
±4 

0.7966 

0.3862 

38.2 

±1.5 

11.6113 

0.0039 

53.1 

±2.3 

0.4735 

0.5019 

Values  are  mean  ±  1  standard  error.  SBP,  systolic  blood  pressure;  DBP  diastolic  biood 
pressure;  VOamax,  maximal  oxygen  uptake 


Table  2,  Hemodynamic  responses  at  presyncope  level  of  LBNP. 


Variable 

Men 

N  =  10 

Women 

N  =  10 

F 

P 

Heart  rate,  bpm 

100  ±  7 

99  ±  7 

0.0028 

0.9580 

Stroke  volume,  ml 

48  ±  5 

35  ±  3 

5.1972 

0.0350 

Cardiac  output,  liters/min 

4.64  ±  0.44 

3.42  ±  0.28 

5.5339 

0.0302 

Mean  arterial  pressure,  mmHg 

99.5  ±  2.5 

88.7  ±  2.6 

9.0305 

0.0076 

Total  peripheral  resistance,  pru 

24.3  ±  1.8 

25.7  ±  2.3 

0.2069 

0.6546 

Forearm  vascular  resistance,  pru 

72.4  ±  8.2 

67.2  ±  4.8 

0.3053 

0.5874 

Leg  volume  change,  ml/1 00ml 

1.96  ±  0.19 

0.82  ±  0.13 

25.0996 

<0.0001 

Values  are  mean  ±  1  standard  error,  bpm,  beats  per  minute;  pru,  peripheral  resistance  units 


Table  3.  Hemodynamic  responses  (slopes)  to  graded  LBNP. 


Variable 

Men 

N  =  10 

Women 

N  =  10 

F 

P 

Heart  Rate  Slope,  bpm/mmHg 

0.37 

±0.05 

0.54 

±0.08 

3.4106 

0.0813 

Stroke  Volume  Slope,  ml/mmHg 

-1  .06 
±0.10 

-1.21 

±0.14 

0.7905 

0.3857 

Cardiac  Output  Slope,  l/min 

-0.03 

±0.01 

-0.06 

±0.01 

5.5384 

0.0302 

MAP  Slope,  mmHg/mmHg 

-0.15 

±0.03 

-0.17 

±0.05 

0.1144 

0.7391 

TPR  Slope,  pru/mmHg 

0.18 

±0.10 

0.42 

±0.05 

4.7474 

0.0429 

FVR  Slope,  pru/mmHg 

0.07 

±0.02 

0.16 

±0.03 

7.7491 

0.0123 

Values  are  mean  ±  1  standard  error,  bpm,  beats  per  minute;  pru,  peripheral  resistance  units 


f,  ‘  I  ^ 


Page  48 


Table  4.  Baseline  blood  volume  and  catecholamine  data. 


Variable 

Men 

N  =  9 

Women 

N  =  9 

F 

P 

Total  Blood  Volume,  ml 

5544 

41  1  6 

22.8321 

0.0002 

±257 

±152 

Plasma  Volume,  ml 

3139 

2624 

6.8838 

0.0184 

±155 

±121 

Red  Blood  Cell  Volume,  ml 

2405 

1621 

26.8458 

<0.0001 

±118 

±94 

Hct,  percent 

43.4 

39.2 

9.4012 

0.0074 

±0.8 

±1.1 

Baseline  Norepinephrine,  pg/ml 

277 

302 

0.2982 

0.5926 

±27 

±37 

Total  Norepinephrine,  ng 

864 

791 

0.2076 

0.6556 

±108 

±1  1  8 

Baseline  Epinephrine,  pg/ml 

29 

40 

0.1938 

0.6657 

±7 

±25 

Total  Epinephrine,  ng 

95 

120 

0.0922 

0.7658 

±27 

±76 

Values  are  mean  +  1  standard  error,  pg,  picograms;  ng,  nanograms 
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APPENDIX  3 


Final  Report 
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